Quantum theory and Einstein relativity are both wrong but approximate. 
Particles or waves can focus and refocusLike a magnifying glass can be used 
to focus or defocusLight irrespective the energy quantity is still in existence 
But refocused not detectable giving the illusion of particlesPopping in and out 
of existence. It's like blind men touchingAn elephant. Each is useing a 
different detection tool and comesUp with a partial description like the 
general theory neglectingWave for concentrating on particle detection. 


